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60 

ACTION SY-05 

INFO OCT-01 ARA-10 ISO-OO FBOE-OO /016W 

033366 

R 211645Z APR 76 
FM AMEMBASSY GUATEMALA 
TO SECSTATE WASHDC 1320 
INFO AMEMBASSY PANAMA 

UNCLAS GUATEMALA 3019 

DEPARTMENT FOR A/SY/FO AND FBO; PANAMA FOR RSS 

EO 11652: N/A 
TAGS: ASEC ABLD 

SUBJECT: POST REPLY - SECURITY PROTECTION AFFORDED PUBLIC ACCESS 

REF: A) GRZ YB EK/LOPEZ CONVERSATIONS ON MARCH 9, 1976 

B. 75 GUATEMALA 6090, C. 75 STATE 268898 

1 . ANSWERS TO QUESTIONS RAISED REF A REGARDING ITEM B, EFTEL B 
AND ITEM B, REFTEL C ARE AS FOLLOWS: 

A. CONTRACTOR WOULD LEAVE EXPOSED WIRING IN FALSE CEILING AREA 
OR WOULD INSTALL IN CONDUITING, ALSO IN FALSE CEILING AREA, 

FOR DOLLARS 150 ADDITIONAL. 

B. EXISTING CONDUIT IN ELEVATOR SHAFT WOULD BE USED TO ROUTE 
WIRING BETWEEN FLOORS. 

C. EXTERIOR NIGHT NOTIFICATION BELL WOULD BE LOCATED ON CHANCERY 
WALL ADJACENT TO MAIN ENTRANCE DOORS AND RELATED WIRING WOULD 
BE ROUTED THROUGH EXISTING EXTERIOR ELECTRICAL OUTLET AND 
RELATED CONDUIT. 

D. EIGHT SIRENS WOULD BE PLACED AT DISCRETE LOCATIONS WITHIN 
CHANCERY FLOORS SO AS NOT TO BE READILY VISIBLE. 

E. WIRING FOR ELEVATOR STOP WOULD BE DISCRETELY ROUTED 
IN CONDUIT THROUGH FALSE CEILING AREA BETWEEN ELEVATOR 
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F. TOTAL COST OF PROPOSED INSTALLATION CRISIS BELL ALARM 
SYSTEM AND ELEVATOR CONTROAL, TO INCLUDE CONDUIT FOR WIRING, 
IS DOLLARS 3000. 

2. CONTRACTOR ASSURES SYSTEM CAN BE DISCRETELY INSTALLED WITH 
MINIMAL DISRUPTION TO EMBASSY PHYSICAL APPEARANCE. 

3. CONTRACTOR PLANS PROVIDED LIST ONLY TYPES OF EQUIPMENT TO BE 
USED. COPY WILL BE SENT TO A/SY/FP AND FBO FOR REVIEW. PLEASE 
ADVISE IF QUESTION ARISES ON ANY FACET OF INSTALLATION. 

4. ESSENTIAL NEED FOR THIS SYSTEM REMAINS AS DETAILED IN 
REFTEL B. 

ANDREWS 
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